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Message Text 


UNCLASSIFIED 

PAGEOI NEWDE 15202 111318Z 
50 

ACTION HEW-06 

INFO OCT-01 NEA-10 ISO-00 OES-04 RSC-01 /022 W 

061792 

R 111200ZNOV 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 5182 

UNCLAS NEW DELHI 15202 

DEPT PASS DHEW/PHS/HRA - DR. COPE 

E.O. 11652: N/A 

TAGS: TPHY OSCI TBIO IN 

SUBJECT: TRAVEL OF DR. KENNETH ENDICOTT AND DR. ROBERT KNOUSS 
REE: STATE 239432 

DR. WAHI MAILED A RECOMMENDED SCHEDULE FOR DR. ENDICOTT'S VISIT 
TO INDIA ABOUT 5 DAYS AGO DIRECTLY TO DR. 

COPE, HEALTH RESOURCES ADMINISTRATION. WE WOULD SUGGEST THAT DR. 
ENDICOTT AND DR. KNOUSS MEET WITH SECRETARY, MINISTRY OF HEALTH 
AND EAMILY PLANNING, DIRECTOR GENERAL HEALTH SERVICES, AND 
DIRECTOR-GENERAL, INDIAN COUNCIL OF MEDICAL RESEARCH WHILE IN 
NEW DELHI TO FOLLOW UP ON VISITS OF DR. EHRLICH AND DR. COPE. 

HEALTH SERVICE DELIVERY SYSTEMS AND MANPOWER ARE MAJOR HEALTH 
PRIORITIES FOR COOPERATION UNDER THE JOINT COMMISSION.MOYNIHAN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: SCIENTIFIC VISITS 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 NOV 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE15202 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740324-0313 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741 154/aaaabtnq.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 239432 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 OCT 2002 by maustmo; APPROVED <25-Oct-2002 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRAVEL OF DR. KENNETH ENDICOTT AND DR. ROBERT KNOUSS 
TAGS: TPHY, OSCI, TBIO, IN, (ENDICOTT, KENNETH), (KNOUSS, ROBERT) 

To: STATE 
Type: TE 
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